Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Text 


CONFIDENTIAL 

PAGE 01 OECDPI8I55 I51546Z 

44 

ACTION EB-07 

INTO OCT-OI CIAE-00 COME-00 DODE-00 NSAE-00 TRSE-00 EUR- 12 

ERDA-05 ISO-00 OES-03 ACDA-05 /033 W 

061457 

R 151541Z JUL 75 
EM USMISSION OECD PARIS 
TO SECSTATE WASH DC 7949 

CONEIDENTIAL OECD PARIS 18155 

EXCON 

E.O. 11652XGDS1 

TAGS: ESTC, COCOM, FR, PL, US 

SUBJECT: US SPECTRUM ANALYZER TO POLAND - IL 1533 

REFS: A. COCOM DOC. (75) 953 
B. STATE 164606 

1 . FRENCH DEL POINTS OUT THAT HEWLETT PACKARD CATALOGUE 
STATES TUNING RANGE OE 8554B TUNING SECTION IS 500 

KHZ TO 1250 MHZ, NOT 100 KHZ TO 1250 MHZ, AS STATED IN 
PARAGRAPH 3 OP REF. A. FURTHERMORE, PRENCH AUTHORITIES 
HAVE DIPFICULTIES WITH PIGURE OF 1250 MHZ INDICATED AS 
MAXIMUM DISPLAY SCANWIDTH. THEY FIND IT INCOMPATIBLE 
WITH RESOLUTION OP 100 KHZ MENTIONED IN CATALOGUE. THEY 
ASK EXPLANATION OF THESE TWO POINTS, AND MAINTAIN RE- 
SERVE PENDING ANSWERS. 

2. ACTION REQUESTED: INSTRUCTIONS POR REPLY. 
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